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ORIGIN SY-04 

INFO OCT-01 NEA-06 ISO-OO /Oil R 

DRAFTED BY A/SY/T: JFPERDEW:PH 
APPROVED BY A/SY/T: JFPERDEW, ACTING CHIEF 

106436 

R 241350Z OCT 74 
FM SECSTATE WASHDC 
TO AMEMBASSY BEIRUT 

CONFIDENTIAL STATE 234171 

E.O. 11652:GDS 

TAGS: ASEC 

SUBJECT:TECHNICAL SERVICES TO RABAT AND TANGIER 
FOR RTC 

1. SY/T PREPARED TO HANDLE BOTH RABAT AND TANGIER PROJECTS. 

2. DUE TO CONSIDERABLE DELAY IN SHIPPING ACR, SY/T HAS 
RECEIVED PRESSUE FROM BOTH POST AND SY/FO TO INSTALL IT AS 
QUICKLY AS POSSIBLE. IN LIGHT OF POSSIBLE NEW REQURIEMENTS 
THAT MIGHT BE LEVIED ON RTC PERSONNEL FOR SPECIAL TECHNICAL 
SECURITY SERVICES DURING EARLY PART OF NOVEMBER, SY/T FEELS 
IT SHOULD PROCEED WITH INSTALLATION RATHER THAN WAIT FOR 
RTC TEAM TO BE AVAILABLE. 

3. PLEASE ADVISE EXTENT OF WORK TO BE DONE ON MODEL TWO 
INCINERATOR IN TANGIER. 

4. TSO PAUL TUBBS AND SEABEES COOK AND TURPEN WILL ARRIVE IN 
RABAT APPROXIMATELY NOVEMBER 1 FOR PARENT ROOM PREPARATION. 
TSO MUSSER WILL ARRIVE IN RABAT APPROXIMATELY NOVEMBER 11 TO 
BEGIN ACR INSTALLATION. 

5. IF OIC GILLIAM IS AVAILABLE, HE IS INVITED TO JOIN 
CONFIDENTIAL 

CONFIDENTIAL 
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INSTALLATION TEAM ON NOVEMBER 1 1 . INGERSOLL 
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